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E.O. 11652:N/A 
TAGS: TGEN, IS 

SUBJECT: BSF: BOARD OF GOVERNORS MEETING 
REF: TEL AVIV'S 285, 828, 849 

1 . NSF REP WILL DISCUSS DISTRIBUTION OF BSF ANNUAL REPORT 
DURING VISIT FOR BOG MEETING. HOLD ALL COPIES UNTIL THEN. 

2. RE POSSIBLE SHIFT OF BOG MEETING TO FEB 17-18 (SELLIN/ 
YOUNTS TELECON FEB 4), WE FEEL, AND NSF CONCURS, THAT 2 
DAYS OF PRE-MEETING VISITS TO INSTITUTIONS AND GRANTEES 
BETTER THAN ONE DAY, AND THEREFORE WE PREFER THAT BOG 
FEBRUARY 18-19 DATES STAND UNLESS THERE ARE COMPELLING 
REASONS. 

3. USG STATEMENTS OF INTEREST ON BSF PROJECT PROPOSALS: 
NSF IS MAILING POSITIVE STATEMENTS TO YOUNTS THIS WEEK 
ON PROPOSALS 955 AND 1 176. ERDA HAS MAILED POSITIVE STATE- 
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MENTS ON PROPOSALS 925, 926, 929, 930, 934, 941, 947, 950, 
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961, 1048, 1060, 1094, 1135, 1177. NEGATIVE STATEMENT ON 
916. PROPOSALS BEING SCRUTINIZED BY NASA ARE STILL UNDER 
CONSIDERATION AND FINAL DECISIONS IN TIME FOR BOG MEETING 
UNLIKELY. INGERSOLL 
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